VZCZCXYZ0026 
00  RUEHWEB 

DE  RUEHME  #0712  0561756 
ZNR  UUUUU  ZZH 
0 R 251755Z  FEB  10 
FM  AMEMBASSY  MEXICO 

TO  RUEHC/SECSTATE  WASHDC  IMMEDIATE  0681 
INFO  RUEHME /AMEMBASSY  MEXICO 

UNCLAS  MEXICO  000712 

SENSITIVE 

SIPDIS 

E.O.  12958:  N/A 

TAGS:  PHUM  SNAR  ASEC  MX 

SUBJECT:  MX  2010-101,  ODC  LEAHY  VETTING  REQUEST  (6  individuals) 

^1 . Action  request.  Post  requests  a response  within  12  business 
days  (March  12,  2010)  per  WHA/MEX  guidelines  for  this  Leahy  vetting 
request  from  ODC  on  CCMR  Seminar,  in  Mexico  City,  beginning  March 
22,  2010. 


^2 . Post  possesses  no  credible  evidence  of  gross  violations  of 
human  rights  by  the  individuals  listed  below  and  requests  that  the 
department  conduct  Leahy  vetting  check. 


J.3 . Name  (Father,  Mother,  First),  DOB,  Gender,  National 
Identification  Number,  POB,  Position,  Organization. 


ANGULO,  BERMUDEZ,  CARLOS  FRANCISCO,  9-Jul-1976,  M, 
AUBC760709HVZNRR06 , Veracruz,  Veracruz,  Capt  de  Corbeta,  MX  Navy 


FLORES,  GONZALEZ,  ALVARO,  28-Feb-1963,  M,  FOGA630228HDFLNL05 , 
Mexico  DF,  Mexico,  Capt  de  Fragata,  MX  Navy 


FOURZAN,  ESPERON,  SERGIO  DIONISIO,  27-Jan-1953,  M, 
FOES530127HVZRSR07 , Veracruz,  Veracruz,  Capt  de  Navio,  MX  Navy 


OCAMPO,  GARCIA,  FERNANDO,  27-NOV-1965,  M,  OAGF651127HCCCRR06 , 
Champoton,  Campeche,  Capt  de  Corbeta,  MX  Navy 


PEREZ,  GUTIERREZ,  JOSE,  3-Feb-1968,  M,  PEGJ680203HGTRTS01 , El 
Marmol  Penjamo,  Guanajuato,  Capt  de  Corbeta,  MX  Navy 


TREJO,  CASTELAN,  ABEL,  2-Jan-1963,  M,  TECA630 102HVZRSB03 , Veracruz 

Veracruz,  Capt  de  Fragata,  MX  Navy 

PASCUAL 


